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FEATURED MODEL 


DAKOTA 


DAKOTA 
SNOW 
Location: 
Boonsbar, MD 
Measurements: 
34 - 25 - 35 
Sexiest Feature: 
Му eyes 
Booking Info: 
msdakotasnow(Agmail.com 
Instagram: @msdakotasnow 
Photographer: Brian Doty 
bdotyphotoQ gmail.com 

Instagram: @briandotyphotography 


I've been a full-time model for the last 3 years as well as a part-time photographer. | love 
Pina Coladas and getting caught in the rain. 
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KLEEKO SENSATION 


Location: Dallas, TX 

Measurements: 34B - 30-41 

Booking Info: RleeRosensationalll@gmail.com 
Instagram: (Dkleekosensation 

Photographer: Danger Ninja 

Instagram: @thedangerninja 

Photographer 2: Jesse Flanagan 


I started out as a girl in a small town that was often made fun of and never believed in 
herself. | took life into mv own hands and moved away to begin a new life. From LA to 
Vegas and now I'm in Dallas; all the way from Death Valley, CA. I began modeling in Vegas 
after a short stem in LA. After a vear in Vegas | realized | loved modeling, but not the town. | 
quickly moved to Dallas and began an even deeper adventure. | realized my love for music 
again. I'm now a writer, composing several songs as well as a television series and a book. 
I'm also going to school to get my real estate license on top of modeling. [т a small-town 
girl with a huge personality and a love for everything that is beautiful and pure. Life is to be 
experienced and | plan on doing that while accomplishing my dreams and building my 
empire. Love, Kleekosensation 
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Pamela Moric is one 
of the world's hottest 
models and adult 
Stars … and she wants 
everyone to know she 
is explosively sexy! 
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BRENNAN 


Location: Charlotte, NC 

Measurements: 33 - 24-34 

Sexiest Feature: Mv hair and eves 
Booking Info: brennan.hill5@gmail.copm 
Instagram: (Ab. models 

Photographer: Brian Doty 
bdotyphoto@gmail.com 

Instagram: @briandotyphotography 


Unicorn. Curmudgeon. Adventurer. 
Humanitarian. Craft beer snob. World 
traveler. NC based full-time model. 





FLOOFIE 


Location: Portland, OR 
Measurements: 33B — 24 - 33 
Height: 5'4' 

Weight: 1O5lbs 

Sexiest Feature: My booty! 

Booking Info: kRiradistler@gmail.com 
Instagram: @floofie 

Photographer: Brian Doty 
bdotyphoto@gmail.com 

Instagram: @briandotyphotography 


A born and raised Portlander, I'm 
passionate about nature, food, fitness 
and cats! I've been modeling for over 10 
years and | just love the opportunity for 
self-expression and bringing others’ 
concepts to life! 





2 L 














real men date 








MODELS RECORDING ARTISTS ACTRESSES 


PA 
RHKEMPIRE.COM 7 





FEATURED MODEL 





KELLIE 


Kellie Lvnn 
Location: 
Jonesboro, AR 
Measurements: 
34DD - 25 -35 
Sexiest Feature: 
My eyes oh ka 
Booking Info: 

kellielynnmodelingQQ) gmail.com 

Instagram: @modelkellielynn 

Photographer: Jim Weis 

jjweis428(Q gmail.com 





I'm a 27 year old from Arkansas. І work hard, working full-time along with my modeling. A 
typical day for me if I'm not working is waking up, going to the gym, and cleaning or trying 
to keep myself busy. I love to travel. Cuddling is my favorite. I'm modeling in order to 
hopefully further my education. Email me for booking inquiries. Xoxo, Kellie 
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Don't Бе this model. 












Hey, I'm Penelope. | 
brought an escort who's 
totally NOT my pimp. 


Where's my 
money? 
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FEATURED MODELS 
EST 1 





Name: Terri Lareece 

Location: East Riding of Vorkshire, Hull, UK 
Height: 52" 

Size: 4/6 

Sexiest Feature: Му lips 

Booking Info: Terrifell9@gmail.com 
Instagram: (Aterri.lareece 

Photographer: David Clic 

Instagram: (Adavidclicphoto2 


Terri Lareece from Hull. Part time model. 
I'm bubbly, fun and confident. Slim and Petite. 
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Red-Hot! 


2015 KITTEN OF THE YEAR 
MODEL CARAH CAKE 
PHOTO BY RICK TROTTIER 
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DAISV 


Location: 

Six Mile, SC 
Measurements: 
34D - 31-40 
Sexiest Feature: 
Mv eves and long hair 

Booking Info: 
foreveandalways/@gmail.com 
Instagram: @tattooed_daisy 
Photographer: Brian Doty 
bdotyphoto@gmail.com 

Instagram: @briandotyphotography 





Hi, I'm Daisy. I'm 19 years old and live in upstate SC. I have 7 dogs that are loved very 
much. I'm the youngest of 3 sisters and l started modeling for the thrill and excitement it 
gives me to express myself using my body instead of words. 




















